AMENDMENT NO. 1 JULY 2014 
TO 
IS 16103 (PART 2) : 2012 LED MODULES FOR GENERAL 
LIGHTING 


PART 2 PERFORMANCE REQUIREMENTS 


(Page 7, clause 8.1, Para 3) — Substitute the following for the existing 
para: 


‘The 97.5 percent (see Note 1) one-sided lower confidence limit for the sample 
mean luminous flux shall not be less than 90 percent of rated luminous flux.’ 


[Page 11, Table 7, SI No. (xvi), col 3] — Substitute the following by the 
existing entry: 


‘Accelerated operation life test’ 
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